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ARL 


ANALYTICAL RESEARCH LABORATORIES 

840 RESEARCH PARKWAY, SUITE 546 
OKLAHOMA CITY, OK 73104 
PHONE (405) 271-1144 
FAX (405) 271-1174 


Work Order 


ARL Number: 
Description: 
Client: 
Lot fh 
Date Received: 
PO Number: 
Entered By: 
Special Pricing: 


182460-01 CMP: No Priority: 

Bacitracin 50,000 Units in 20ml 0-9% Sodium Choride 
New England Compounding Center- M A / Framingham, MA 
072320 12@ 125 

7/25/12 9:53 Storage: Walk-in Refrigerator 

Matrix: Drag 

Cassy Hughes Container: One 3 mL syringe 

Sterility 


Normal 


Login and Sample Data 


Test Data 


Test Method Analyst Date To Begin Date Tested Due Date 

Sterility 

Sterility USB 71 Microbiology 07/25/2012 07/25/2012 07/30/2012 

Condition of Sample: Refrigerated 2°C to 8°C (35, 6° F to 46,4°F) 

Sample Description (size, no. of portions): 


Sample 

□ 182460-01 

□ 182460-01 


□ 182460-01 


Note 


User 


Test Group Note: 

A A 08/08/20 1 2 Called Annette today to inform her of Misty Haynes 

turbidity of sample, and tell her that the sample will be 

reported as Not Sterile. Could not reach her so I left a 

voice mail with all the information and asked that she 

call me back. 

A A 08/09/20 1 2 Tried to call Annette and Glen today A mar Arafat 

and neither answered Instead of leaving another voice 

mail I sent Annette and Barry {Glen does not have an 

e-mail listed) an e-mail letting them know the sample 

had growth in it and we are launching an OOS 

investigation. 


Date 

08/08/2012 17:14 


08/09/2012 11:40 


12/18/201210:03 
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